Technical  Bulletin 

Reporting  Requirements  for  Phase  One  Industrial  or 
Commercial  Water  Users  under  Section  4  of  Ontario 
Regulation  450/07:  Charges  for  Industrial  and  Commercial 
Water  Users 


PURPOSE 

The  purpose  of  this  Technical  Bulletin  is  to  assist  phase  one  industrial  or  commercial  water  users  in 
understanding  their  reporting  obligations  under  section  4  of  Ontario  Regulation  450/07  -  "Charges  for 
Industrial  and  Commercial  Water  Users". 


THE  REGULATION 

Ontario  Regulation  450/07  (http://www.ene.gov.on.ca/envision/water/pttw.htm) 
hi  August  2007,  the  government  filed  Ontario  Regulation  450/07  (O.  Reg.  450/07):  Charges  for 
Industrial  and  Commercial  Water  Users,  under  the  Ontario  Water  Resources  Act.  O.  Reg.  450/07 
establishes  a  charge  of  $3.71  for  every  million  litres  of  water  used  by  highly  consumptive  industrial  and 
commercial  water  users  (referred  to  as  phase  one  industrial  or  commercial  water  users). 

Money  collected  from  the  charge  will  be  used  to  cover  a  portion  of  the  provincial  government's  costs  of 
water  management  activities  and  programs  such  as  preparing  water  budgets,  monitoring,  and 
controlling  takings  and  impacts. 

Phase  one  industrial  or  commercial  water  users 

The  charge  only  applies  to  water  users  who  meet  ALL  of  the  following  criteria: 

■  withdraw  more  than  50,000  litres  on  any  single  day  in  a  year; 

■  withdraw  water  from  a  water  works  (e.g.  a  municipal  water  works)  OR 

withdraw  water  directly  from  a  groundwater  or  surface  water  source  and  are  required  to  hold  a 
permit  to  take  water  (PTTW); 

■  use  water  for  commercial  or  industrial  purposes  and  fall  into  one  of  the  following  classes  of 
industrial  and  commercial  facilities: 

1 .    Facilities  that  manufacture  or  produce  bottled  water  or  water  in  other  containers, 
whether  or  not  for  use  as  a  beverage. 
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2.  Beverage  manufacturing  facilities,  where  water  is  incorporated  into  a  product. 

3.  Fruit  and  vegetable  canning  or  pickling  facilities,  where  water  is  incorporated 
into  a  product. 

4.  Ready-mix  concrete  manufacturing  facilities. 

5.  Non-metallic  mineral  product  manufacturing  facilities,  other  than  those  facilities 
described  in  paragraph  4,  where  water  is  incorporated  into  a  product. 

6.  Pesticide,  fertilizer  and  other  agricultural  chemical  manufacturing  facilities, 
where  water  is  incorporated  into  a  product. 

7.  Inorganic  chemical  manufacturing  facilities,  other  than  those  described  in 
paragraph  6,  where  water  is  incorporated  into  a  product. 

Implementation  of  O.  Reg.  450/07 

The  charge  will  apply  to  the  total  volume  of  water  withdrawn  annually  by  a  phase  one  industrial  and 
commercial  water  user,  starting  January  1,  2009.  In  2010,  phase  one  industrial  and  commercial  water 
users  will  receive  an  invoice  from  the  Ministry  based  on  the  total  amount  of  water  withdrawn  by  the 
facility  in  the  2009  calendar  year.  The  information  provided  by  the  owners  or  operators  of  communal 
water  works  under  section  5  of  the  Regulation  (for  phase  one  users  on  drawing  water  from  a  water 
works)  and  by  the  phase  one  industrial  and  commercial  water  users  under  section  4  of  the  Regulation 
(for  permit  holders)  will  allow  the  Ministry  to  calculate  the  amount  of  the  total  charge  (annual  volume 
of  water  withdrawn  x  $3.71  per  million  litres)  for  each  phase  one  industrial  and  commercial  water 
user.  The  Government  will  invoice  and  collect  the  charge  directly  from  the  phase  one  industrial  or 
commercial  water  user.  The  information  will  also  allow  the  Director  to  prepare  a  list  of  phase  one 
industrial  or  commercial  water  users  subject  to  the  Regulation  which  must  be  completed  by  December 
31,2008. 

REPORTING 

Reporting  Requirements  under  O.  Reg.  450/07 

Section  4  of  O.  Reg.  450/07,  requires  the  owner  of  a  facility  that  is  a  phase  one  industrial  or  commercial 
water  user  to  report  the  specified  information  to  the  Ministry  on  or  before  June  30,  2008.  Please  note: 
the  report  under  section  4  of  O.  Reg.  450/07  is  required  only  once. 


Specifically,  the  owner  is  required  to  report  the  following  information  (Please  refer  to  the  "Report 
Submission"  section  below  for  details): 

■  The  address  of  the  facility. 

■  Contact  information  for  the  facility,  including  the  name  and  title  of  the  person  who  should  be 
contacted  in  respect  of  matters  under  O.  Reg.  450/07. 

■  The  class  of  facility  according  to  section  3(1)  of  the  regulation  to  which  the  facility 
belongs  and  a  description  of  how  the  water  is  used. 

■  The  names  of  the  owner  of  the  facility. 

■  The  number  of  the  facility's  water  taking  permit,  if  the  facility  is  a  water  taker  and  has  a  water 
taking  permit. 
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■  If  a  water  works  not  owned  by  the  owner  of  the  facility  supplies  water  directly  or  indirectly  to 
the  facility, 

o     the  name  of  the  owner  of  the  water  works,  and 

o     the  account  number  that  the  owner  of  the  water  works  uses  to  charge  the  facility  for 
its  water  use. 
■  The  method  the  facility  uses  to  measure  the  amount  of  water  it  uses. 

The  Ministry  Director  may  also  request  the  owner  of  a  facility  to  supply  additional  information  as  the 
Director  may  specify  in  writing  to  assist  in  determining  whether  the  facility  is  a  phase  one  industrial  or 
commercial  water  user,  and  the  amount  of  water  the  facility  used  in  a  calendar  year  or  other  12-month 
period. 

REPORT  SUBMISSION 

How  to  submit  the  section  4  report 

A  completed  electronic  submission  should  satisfy  the  reporting  requirements  under  section  4  of  O.  Reg. 
450/07.  If  electronic  reporting  is  not  feasible,  please  contact  the  Ministry. 

For  the  purposes  of  electronic  reporting  under  section  4  of  O.  Reg.  450/07,  owners  of  facilities  are 
requested  to  organize  the  required  information  into  a  template  and  to  email  that  template  to  the 
Ministry. 

STEP  1:  FILL  OUT  THE  SECTION  4  REPORTING  TEMPLATE 

In  order  to  ensure  a  standard  reporting  format,  the  Section  4  Reporting  Template  (template),  available 
on  the  Ministry's  website:  http://www.ene.gov.on.ca/envision/water/pttw.htm,  has  been  developed.  This 
template  is  a  Microsoft  Excel  document  that  details  each  data  field  that  should  be  provided,  the  field 
name,  the  order  in  which  the  fields  should  be  submitted,  and  identifies  which  fields  are  mandatory  and 
which  are  optional.  The  Section  4  Reporting  Template  includes  both  mandatory  and  optional  fields. 
There  are  5  mandatory  fields,  and  105  fields  in  total.  In  your  report  under  section  4  of  O.  Reg.  450/07, 
please  provide  the  data  for  the  5  mandatory  fields,  and  please  enter  as  much  known  data  as  possible  in 
the  optional  fields. 

The  Section  4  Reporting  Template  file  has  four  worksheets  or  tabs: 

1.  Instructions:  provides  instructions  for  submitting  data  electronically 

2.  Phase_l_I-C_Water_User_TempIate:  a  template  that  can  be  used  to  enter  data 

3.  DescriptionofTemplateFields:  provides  a  summary  of  the  details  of  the  fields,  including 
all  field  names,  field  name  descriptions,  the  data  that  may  be  entered  in  each  field,  and  which 
fields  are  mandatory  or  optional 

4.  Allowable_Values:  provides  a  description  of  the  values  that  can  be  entered  using  the  drop 
down  menus 
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Please  download  the  Microsoft  Excel  file  (Section  4  Reporting  Template)  from  the  Ministry's  website: 
http://www.ene.gov.on.ca/envision/water/pttw.htm,  and  fill  out  the  template  (tab  2:  Phasell- 
CWaterUserTemplate).  Please  read  the  "Instructions"  tab  and  the 
"DescriptionofTemplateFields"  tab  prior  to  filling  out  the  template. 

STEP  2:  SAVE  THE  FILE 

Once  you  have  completed  the  Section  4  Reporting  Template,  please  save  the  Microsoft  Excel  file.  All 
reports  submitted  under  section  4  of  O.  Reg.  450/07  should  use  a  standard  naming  convention  for  file 
names.  Please  refer  to  the  "Instructions"  worksheet  (or  tab)  of  the  Section  4  Reporting  Template  for 
details. 

STEP  3:  ELECTRONIC  REPORTING 

Once  the  Section  4  Reporting  Template  is  completed  and  saved,  it  can  then  be  emailed  to  the  following 
email  address:  450_s4@ontario.ca.  Please  attach  the  Microsoft  Excel  file  to  the  email. 


For  more  information 

For  additional  information,  please  contact: 

Zdana  Fedchun 

Land  and  Water  Policy  Branch 

Ontario  Ministry  of  the  Environment 

Tel:  416-212-6760 

Email:  Zdana.Fedchun@ontario.ca 
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